ee . CLASSIFICATION 25X1A 7 
~) Approved For Release 2004/0 

ey iINFORW 227917 
COUNTRY Germany (Ruseian Zone) SE Nad bie die DATE DISTR. 49 July 194g 
SUBJECT Beargenization of Publicly Owed Enterprises NO. OF PAGES 
Ute NO, OF eos. 

GA Liiay 25X1A 

DATE am rewp ' SUPPLEMENT TO ia 
25X1X REPORT NO.. | 


pool 
te 
» 

, 


reported that Fritz Selomann's: office in the DWK is dissat visfiec: 
ne organization of publicly~owned enterprises = eeu ety : 
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dertaken, The DWK wished to group together anterp ores 
ob ‘ame goods, whereas the ane wished to group ee: % elses 
eae compie ame ntary WRcauetien: 1.@. raw material, part oe LON, 


pred 
ond finished product. The groups as finally constituted venresent 
a & pie romise, 


2 A tist of grouns subordinated to the Machi eTY & Electro-Technical 
Administration of the DWK is given in the attachment. 


25X1A MN sCoument: There are divergences between this report and J 
Oreviovs reports in the lecation of some group healquarvers rt 
car only be assumed that they reflect differences of cermin LOR ¥y 


in DWK documents of equal authenticity. 
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Hane of Assoc. Re. of © Prod. in No. 0: Hao 
Factories 1947 in Employees 
neem teeenmnmnencene tat 000,000 RM as of SlolB.ei. 
1, Tools & Machine Tools 49 54 9,816 Chemnitz 
2. Generators ‘ 23 23.8 5,516 alle 
3. Cranes, Iron Mill Eqpt. 33 . 65 11,803 . Halle 
4, Agricultural, Bldg. & . 
Woodworking Machinery 30 28.5 4,405 Leipzig 
S. Food Machinery; Refrig, 
& Chemical Machinery 36 60 14,315 Dresden 
6. Textile Machinery Al 24 7,500 Chemnitz 
7. Paper Kachinery, Printing 
Machinery, Fire Fxt. & 
Scales 24 2364 5,542 Dresden 
8. Vehicles 42 45,3 12,745 Chemnitz 
9, Shipbuilding 9 37 10,879 Schwerin 
10. RR Vehicles 16 37,9 76316 Gérlitz 
ll. Flectricai Machinery _ 24 49 4 6,897 Leinzig 
12. Electrical Equipment 36 57 1 8,137 Helle 
13- Radio & Communications 36 77 6 7,506 Leipzig 
14. Precision Machinery & 
Optical 12 33.3 8,985 Jena 
15. Machinery ; — 20 3732 9,768 Dresden 
lo. Plumbing Fixtures 23 36 5,897 Helle 
17. Stamped Metal & Wire 34 28.5 5,386 Chemnitz 
18. Metal Goods — 24° 24,5 6,287 Zwickau 
19. Malleable Iron, Forged 52 59 04 12,870 Leinzig 
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